a history of bad roof conditions, including recent documented
unintentional roof falls, I conclude and find that Inspector
Morrison's "S&S" finding is fully supported, and IT IS
AFFIRMED.

Penalty Assessment

On the basis of the foregoing findings and conclusions,
and taking into account the requirements of section 110 (i) of
the Act, I conclude and find that a civil penalty assessment
in the amount of $250 is appropriate and reasonable for the
violation in question.

ORDER

The respondent IS ORDERED to pay a civil penalty in the
amount of $250 for the violation in question, and payment is
to be made to the petitioner within thirty (30) days of the
date of this decision and order.  Upon receipt of payment,
this case is dismissed.

Distribution:

Patrick M. Zohn, Esq., Office of the Solicitor, U.S.
Department of Labor, 881 Federal office Building, 1240 East
Ninth Street, Cleveland, OH 44199 (Certified Mail)

Robert C. Kota, Esq., The Youghiogheny & Ohio Coal Company,
P.O. Box 1000, St. Clairsville, OH 43950 (Certified Mail)
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1951peared  to have  been present  for  at  least  2  days.
